THE  WELCH  EPIC
catacombs   underneath a   church.     German-trade
electric light Is still burning, while two German
electricians are found on the premises to earn* on
the work of maintenance* But the little French
Interpreter finds more. He finds enough explosive
matter to blow us all Into the next world, ready
fused and timed! The Germans, quite unaware of
what they sit upon, work on at the electric plant
until told to remove the dangerous cargo left behind
by their comrades. Seldom have men worked harder:
My final words before the attack are simple.
"Remember Spion Kop/ I say. *If I want you to
come back, come back, I decide your fate. You held
on or die/
The reader who wishes to follow the fate of the
previously discredited and misunderstood little
Welshmen can do so In the various histories, though
there he will not learn quite all the facts.
In my mind only the salient features^ the super-
human efforts of brave resolute men, stand out*
Of course the wood Is quickly taken; and^ what Is
more important, It Is held. The cavalry do not go
through. Is the corps commander right? Have they
lost their thrusters? There Is no "Splon Kop" where
Benzle and Plunkett are concerned; but Kennedy
is dead and Andrews is lying on Ms face, hit through
the sciatic nerve. That wound is to keep him out
of battle for nine long months until he once more
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